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BILL NO. S-76-10- 6L& 


SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving a contract 
with All Phase Electric for material! 
for Street Lighting Department. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated September 20, 1976, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works and All Phase Electric, for: 

5,000 Feet 1 1/2" Glav. Ridgid Conduit. 63.90/c' 
TOTAL: $3,195.00 

all as more particularly set forth on City Utilities Purchase 
Order No. 8243, which is on file in the Office of the Department 
of Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



anKastoform 











Read the first time in full and on motion by , 4 , seconded by 

, and duly adopted, read the second time by title and referred 
to the Committee on C.s (and the Grty-Blan, nnmmiwsinn for 


recommendation) and Public Hearing to be held after dun l^al at th p Council 

e day 


Chambers, City-County Building, Fort Wayne, Indiana, on 

of t I976| at • 


trhdoete-EUJl^.E .S .T. 


DATE: 


: /& "/o^ - 


1 * ■f -t-t n ^ 


Read the 

third time in full and on motion by (7^^^ 


seconded by 

^, and duly adopted, placed on its passage. 

PASSED fCLOST) by the following vote: 



AYES NAYS ABSTAINED 

ABSENT TO-WIT: 

TOTAL VOTES 

m rci 1 1 

1 / 1 1 1 

BURNS 



HINGA 



HUNTER 

MOSES 



NUCKOLS L - 

SCHMIDT, D . ^ 

SCHIMDT, V. 



STIER 



TALARICO 




DATE; /<2 ' J2.& - 






CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
(ZONB re -. MAB.) C CFNERA L )—C - A.NNFYATTQN ) f SPECIAL) -S-AgB ROPmATinN ' 



v OLUT ION) No 
EST: 


£ 


f SEAL) 



_day of 








PRESIDING OFFICER *“”” 

to the Mayor of the City of Fort Wayne, Indiana, on the 


1976, at thie hour of //, OCfo 'c 


M. ,E,S.T. 


CITY CLERK 

Approved and signed by me this ay of 

at the hour of _ ^, (3d o'clock_ 








































































































Bill No. 


S-76-10-20 


. CITY UTILITIES 


We 3 your Committee on 


REPORT OF THE COMMITTEE. ON 
City Utilities _ to whom was referred 


approving a contract with All Phase Electric for materials for Stre&t 

Lighting Department — 


have had said Ordinance under consideration and beg leave to report back to.the Common 
Council that said Ordinance -- 


Paul M. Bums - Chairman 


John Nuckols - Vice-Chairman 

William T. Hinga 


Fredrick R. Hunter 


Samuel J. Talarico 



CONCURRED IN 
QAT t- _ CHARLES W. WESTERMAN, CITY CLERK 






































Memorandum 


To 


J.F. Horreale, C.U. Superintendent 


Dal* September 20, 1 9 7 


p rom Ruth Winget, Purchasing Departmont 


Subject 5,000 Ft. 1 1/2" Galv. Ridgid Conduit 


COPIES TO: 


J. Shoulders 


Herewith is Purchase Order Mo. 8243 which is prepared 
favoring All Phase Electric. 

Three quotes were received by telephone. All Phase Electric 
being the lowest. 

Attached are the following documents in support of the 
recommendation for acceptance of All Phase Electric: 

1. St. Lighting Requisition 

2. Purchasing Departments Memorandum. 

3. Copy of Purchase Order. 

It is urged that in referring this Purchase Order to the 
City Council for enactment of an ordinance, that all of 
the attached items, together with this memorandum (or 
copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order number 
is given to All Phase Electric until evidence of Council 
approval is furnished to the Purchasing Department. 


Approve 





BOARD OF PUBLIC WORKS 



-- 

















qbow ®[F mm w&miE 


CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 

All p 

'base Electric 

1 


4920 

Lima Road 



Fort 

Wayne, Indiana 46308 


L 



J 



Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 


ntr c Sept. 20, 1976 


St. Lighting Dept. 

1701 So. Lafayette St. 
Fort Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA • STATE BOARD OF ACCOUNTS 



Feet 1 1/2" Galv. Ridgid Conduit. 

Ship: X/M 1/2 Stock, 1/2 - 1 1/2 wee 

1% 10 days net 30 
F.O.B. Delivered 
Price per Tim Culp 


SUBJECT TO COUIICILMANTC APPROVAL £; 


RW/bk #76-26 


NOTE: TERMS OF PAYMENT MUST BE : 


















W.07/& 7 'fy* 03 

T* 76 ' 5-^-7 










TITLE OF ORDINANCE SPECIAL OBJIMANCE - City Dtllltles Purchase Order 8243 


DEPARMT REQUESTING ORDINANCE boaed of public works _ 

76-va '^o 

SYNOPSIS OF ORDINANCE city Utilities Purchase Order 8243 to All Phase Electric 
in amount of $3,195.00 provides for proposed purchase of 5,000 feet of 

1%" Galvanized Rigid Conduit for the Street Lighting Department. 

Verbal quotes were requested by the Purchasing Department as follows: 

All Phase Electric - $3,195.00 

Graybar Electric-;- 3,203.50 

General Electric - 3,197.50 


EFFECT OF PASSAGE Provide inventory for Street Lighting Department 


EFFECT OF NON-PASSAGE Possible holdup on light installations 


MONEY INVOLVED (Direct costs. Expenditures, Savings) cost to utility - $ 3 , 195.00 


ASSIGNED TO COMMITTEE k&'ty 

































